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Mr. C.H. Goldsmith 
Philip Morris Domestic 
100 Park Avenue 
New York 17, N.Y. 

U.S.A. 


Neuchatel, October 10, 1968 
PW/hp 


/ear c» i rf, 


We had recently a visitor by the name of Mr. W. von Unv/erth 
who wanted to sell us the joint "rnodel-deposit". J am not 
sure whether this patent-like system exists in the US but it 
has a very analogous value in Germany. 


We are not interested as such, but 1 do feel that this 
registration may collide with the FIuted-diIuted filter. 


•n kindest regards, I remain. 




Sincerely yours, 


Dr I 1 ; R. A Wa!tz 


:.c. Mr. J.A. Murphy 
Mr. M. Hcusermann 



Source: https://www.industrydocuments.ucsf.elu/docs/sfyjOOOO 
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